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UNCLASSIFIED 

PAGE 01 CARACA 10600 312338Z 
ACTION ARA-14 

INFO OCT-01 ISO-00 EB-08 ( ISO ) W 

036130 010330Z/64 

R312003Z OCT 77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0000 

UNCLAS CARACAS 10600 

PASS TO OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BENC, VE 

SUBJ: MP-CVG HOSPITAL PROJECT 


Message Text 


REES: (A) CARACAS 10059, (B) STATE 243629, (C) CARACAS 9055 

1 . AETER BRIEFING FOR NCA lOGA AT CORPORACION VENEZOLANA DE GUAYANA 
JUAN VICENTE AREVALO, ENGINEERING MANAGER, CVG, APPROACHED EMBOFF TO 
DISCUSS HOSPITAL PROJECT. HE EXPRESSED THE HOPE THAT BUTLER AND IHF 
WOULD PARTICIPATE IN THE LICITATION. HE INDICATED THAT CVG WAS 
TRANSLATING THE DOCUMENTATION INTO SPANISH NOW AND EXPECTED TO 
ISSUE A PUBLIC, INTERNATIONAL CALL FOR BIDS WITHIN A MONTH. WHEN 
ASKED WHETHER IT WOULD BE A SHREWD STRATEGY FOR BUTLFR/THF TO 
PRESENT AN OFFER JOINTLY WITH A VENEZUELAN CONTRACTOR, HE 
REPLIED QUOTE DEFINITELY UNQUOTE. 

VAKY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 31 -Oct-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA10600 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770401-0113 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977104/aaaaadac.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7b1a832b-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 77 CARACAS 10059, 77 STATE 243629, 77 CARACAS 9055 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 851413 
Secure: OPEN 
Status: NATIVE 

Subject: MP-CVG HOSPITAL PROJECT 
TAGS: BENC, VE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7b1 a832b-c288-dd1 1 -92da-001 cc4696bcc 
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